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EXCON 

E.O. 11652: N/A 
TAGS: ESTC, UK 

SUBJECT: PRE-LICENSE CHECK: TESTLINE INSTRUMENTS LTD., 
HAMPTON WORKS, BLACKNEST, ALTON, HAMPSHIRE, U.K. 

REE: OEA/CD SURVEY CASE 3-198 

1. TESTLINE INSTRUMENTS, INC., TITUSVILLE, FLORIDA, 

APPLIED FOR EXPORT LICENSE (BTR. NO. A312681) TO SHIP 
VARIOUS AUTOMATIC FAULT ISOLATION TESTERS (MODEL NOS. 
4000, 4000A, 3000 A, 1500 AND 1000), TOTAL VALUE: 279,000 
DOLLARS, TO SUBJECT FIRM. 

2. D.C. ANDREWS BALLANTYNE CO., OEFICE 99/101, BLDG. 

521, STANSTEAD ROAD, HEATHROW AIRPORT, LONDON, IS SHOWN 
ON APPLICATION AS INTERMEDIATE CONSIGNEE. 
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3. STATED END-USE: TESTING OF ELECTRONIC COMPONENTS. 

4. APPLICATION SUPPORTED BY U.K. IMPORT CERTIEICATE NO. 

U.S. 1298, DATED MAY 2, 1978. 

5. FORM DIB-629P, "STATEMENT BY ULTIMATE CONSIGNEE AND 
PURCHASER" ALSO ATTACHED TO APPLICATION AS GRATUITOUS 
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DOCUMENT. SUBJECT FIRM IDENTIFIES ITSELE AS DISTRIBUTOR 
AND MANUEACTURER. SUBJECT'S BUSINESS RELATIONSHIP WITH 
U.S. EXPORTER IS UK SALES OEEICE. HAS HAD THIS RELATION- 
SHIP FOR TWO YEARS. SUBJECT ALSO INDICATES THAT EQUIP- 
MENT SHOWN ON APPLICATION WILL BE RESOLD IN FORM 
RECEIVED IN U.K. CUSTOMER WILL USE EQUIPMENT TO TEST 
ELECTRONIC COMPONENTS. DAVID CAWKELL, DIRECTOR, SIGNED 
EOR SUBJECT ON APRIL 25, 1978. 

6. APPLICANT PROVIDED INEORMATION ON THE APPLICATION 
THAT EQUIPMENT WAS WIRED EOR 220 VOLTS, 50HZ. U.S. 
COMMERCE DEPT. PUBLICATION, "ELECTRIC CURRENT ABROAD" 
(1975 ED.), LISTS 240/415 AS NOMINAL VOLTAGE EOR MAJOR 
CITIES IN SCOTLAND AND WALES. NOMINAL VOLTAGE EOR MOST 
ENGLISH CITIES IS 240/415. BET .FAST AND LONDONDERRY 
ONLY CITIES IN UNITED KINGDOM USING 220 VOLTS (220/380). 
PARTS OF WESTERN EUROPE AND ALL OF EASTERN EUROPE ON 
220 VOLTS. 

ACTION REQUESTED 

7. CONTACT ULTIMATE CONSIGNEE. OBTAIN IDENTITY (lES) 

OF ULTIMATE END-USER(S). ASK IF EQUIPMENT DESTINED FOR 
REEXPORTATION. IF SO, INDICATE REEXPORT PERMISSION IS 
REQUIRED. NEWSOM 
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